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NECROPSY REPORT 





Name Of Species: killer whale 
(Orcinus orca) 
Identification: 0-7 (ADD ‘CHOAA 1D FOR 0000529) mae 
Length and Weight: 424cm. 700kg. 
Sex: Female. 
Place taken: Iceland. 
Date teken: Apr 4, 1990. 
. Date of Death: Aug 25, 1995. 
. Cause of Death: Candidiasis. 


AUTOPSY FINDINGS 








. External examination. 
Appearance: Nutriture poor. 
Mouth. Oral savity: No abnormalities. 
Eyes. Ears: No abnormalities. 
Nose, Nostrils: No abnormalities. 
Skin: No abnormalities. 





. Internal examination. 

Pamniculus adiposis: No abnormalities. 

Pharynx: No abnormalities. 

Trachea: No abnormalities. 

Lungs: Pulmonary alveolar proteinosis. 

Heart: Disseminal candidiasis involving heart. 
Vessels: No abnormalities. 

Spleen: No abnormalities. 

Liver: No abnormalities. 

Endoorine gland: No abnormalities. 

Digestive: Disseminated candidiasis involving the esophagus 


and forestomach. 
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Name of Species Killer whale 

Date: Aug 25, 1995 

Urinary organ: Disseminated candidiasis involving kidney. 
Genital organ: No abnormalities. 

Head : No abnormalities. 

Bones : No abnormalities. 

Muscle: No abnormalities. 


3. Examinations on other tissues 





Lymphonodus : Disseminated candidiasis involving abdomial lymph 


nodes. 





Shirahama, May 27 427% 


ADVENTURE WORLD ANIMAL HOSPITAL 


Be peepee), 


Chief of Animal Hospital 
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Name of Species: 


Identification: 
Length and Weight: 
Sex: 

Place taken: 

Date taken: 

Date of Death: 
Cause of Death: 


External examination. 


Appearance : 

Mouth. Oral cavity: 
Eyes. Ears: 

Nose. Nostrils: 
Skin: 


Internal examination. 


Panniculus adiposis: 
Pharynx: 
Trachea: 


Lungs: 


Heart: 
Vessels: 
Spleen: 
Liver: 


Endoorine gland: 
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NECROPSY REPORT 





Killer Whale 

(Oreinus orca) 

0-10 

640cm, 3300kg 

Female 

Taiji, Wakayama, Japan 
February 10, 1997 
June {7, 1997 


Bacterial pneumonia (Bronchopneumonia). 


AUTOPSY FINDINGS 





Nutriture poor. 

No abnormalities. 
No abnormalities. 
No abnormalities. 


No abnormalities. 


No abnormalities. 

No abnormalities. 

Abundantly filled with forms. 
Hyperamia, Edema, Suppuration. Pleural 
effusion (120ml yellowish, turbid). 

No abnormalities. 

No abnormalities. 

Mild anemia. 

No abnormalities. 


No abnormalities. 
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Name of Species: 


Digestive organ: 


Kidney: 
Urinary organ: 
Genital organ: 
Heard: 

Bones : 


Muscle: 


Shirahama, 


Killer Whale 


(Oreraus orca) 


Parasitic infestation in the third 
(pyloric) stomach and rectum (Class 
Tredmatoda). 

Ascites (200ml, yellowish, turbid). 
Anemia. 

No abnormalities. 

No abnormalities. 

No abnormalities. 

No abnormalities. 


No abnormalities. 


ADVENTURE WORLD ANIMAL HOSPITAL 


Masao Yonezawa, D. V.M. 
Chief of Animal Hospital 
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Name of Species: 


. Identification: 
. Length and Weight: 
. Sex: 


. Date taken: 
. Date of Death: 
. Cause of Death: 


External examination. 


Appearance: 

Mouth. Oral cavity: 
Eyes. Ears: 

Nose. Nostrils: 
Skin: 


Internal examination. 


Panniculus adiposis: 


Pharynx: 


Trachea: 


Lungs: 


Heart: 


Vessels: 


Spleen: 


Foidco0lowO 


NECROPSY REPORT 





Killer Whale 

(Ore‘aus orca) 

0-8 

377cm, §50ke 

Male 

Taiji, Wakayama, Japan 
February 10, 1997 
June 14, 1997 


Systemic viral infection (herpes group) 


AUTOPSY FINDINGS 





No abnormalities. 
No abnormalities. 
No abnormalities. 
No abnormalities. 


No abnormalities. 


No abnormalities. 

No abnormalities. 

Abundantly filled with foams, Hemorrhagic 
spots diffuse on tunica mucosa tracheae 
posterior part. 

Bilateral pleural effusion. 

Pulmonary edema. Hyperamia. 

No abnormalities. 

No abnormalities. 


Splenoma, Splenohemia, splenic rupture. 
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Name of Species: 


Liver: 

Endoorine gland: 
Digestive organ: 
Urinary organ: 
Genital organ: 
Heard: 

Bones: 

Muscle: 


Lymphonodus : 


Shirahama, 


Jo~O 


Killer Whale 


(Orcinus orca) 


Anemia. 

No abnormalities. 

Ascites 10, 000ml bloody. 

No abnormalities. 

No abnormalities. 

No abnoramalities. 

No abnormalities. 

No abnormalities. 

Swelling and hemorrhage on every by 


myhonodus. 


ADVENTURE WORLD ANIMAL HOSPITAL 


Masao Yonezawa, D. V. M. 
Chief of Animal Hospital 


